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SAINT  ANNE'S  CHAPEL  contains  reproductions 
of  the  fannous  paintings  of  the  Madonna 
by  world-renowned  artists.  Sanctuary  of  Our 
Sorrowful  Mother,   Portland,  Oregon. 

Color  by  H.  A.  Williams 
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